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PART HI 

Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 

[No. 15/2011] 

No. C3-12241/2011/MCT. 8th July 2011. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of the Split Air Conditioner—1 No. 
required for Academic Section of Medical College, 
Thiruvananthapuram. Tender should be superscribed. Tender 
Number and addressed to the Principal, Medical 
College, Thiruvananthapuam, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Cost of tender form (inclusive of Sales Tax); 

Original— 312. 

Duplicate— 156. 

Last date and time of sale of tender form— 

16- 9-2011, 2 p. m. 

Last date and time of receipt of tender form— 

17- 9-2011, 3 p. m. 

Date and time of opening of tender form— 
17-9-2011, 3.30 p.m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 


on or before 18-8-2011. No other forms of remittance will 
be accepted. 

anlffljojcncTCOnjjfflo saojolteffloS cscBjOcsgKlaej csrsceffloajoffllceffl 
0(n)cMdcn1csejc3a c3re)(uaa_!(mocQ) crunjlg r4)(S)(5 c9>sns1nad6m(3 
656)ffl6TT^o rulcmosmo 6) nj ^2 cm (mien cnicraulcm (Sanootjsrmlejjgg 
(3(3'^ocn}jcft)(/3 tftfldsmlcSffljcmj. (3^<^ocTO2ce3a5 a^<^ocnj 
cncnj(ifflosj<fl3js1 cnicojicm (micfflcmiceffljmjcru (.n-ilnScrulcjjoc/S, 
S)fflcu)1c9«)C(53 Ccft)OCBgK] (mlffljojcnctmnjjfflo-egs on r 4 )cm oilejocru 
raimltoS r4)(!5Tm1^1o1cBc8S)6n§(mosm. 

a(3aejocru csonoocistmlfflci^ oilej (soeftcru gc/Soijjffls): 
raraemtna— 312 

nru 

(/E)CDl(^c03^ry- 156 

3(3<^0(tu (Sanooo mlcnSceffljmD rataojcmocn (mloacmldDjo 
cmmcsDcujcD— 16 - 9 - 2011 , 2 msmi. 

s^ciejocru esanooo cmjltsjffllcoajcm oracucruocn (micmcmicmjo 
cmmcfficujcD— 17 - 9 - 2011 , 3 msmi. 

a^o^ocru (irinooo (mjocosijcm (mlcmcmlcffljo cruffldDOjjo— 
17-9-2011, 3.30 msml. 

CBa£l0063BC/8 (mrUOmloS CBClJSneclJ^ C3T5(S»(S5)c8S)JCm(m1cnj(S(lJ6rB 
(mjcOi ( 50) (atdcjDlcamocnSl (aracaxmecSSieTiecmoern. 3 ( 3 <^ocn} esanoo 
raimlsio^ (lilei ejOciDlcnfloS CBcnolcsgo asmlocmo^cuxa rarajcscmo 
crujlcftiffllceffljcmcmoern. csrsmoeKmcffljgg (maenJcftfldcejgjo cnlo 

cmlcOffljcmcmosrn. CBa£ioo(S(tiTmo6)SOryo ajtflijJLtwsanego acsgsxm 

ffiilejjo CBOJOOcej^jsima^jcfljego raidcmcmcSSiociS c 3 re)(ijcra_!|ffl(jj§j 
0 cft>o 6 nejgg(mjo csacjsSculejocruo (ij_||ce<mfflmoc!5tm(mjfflO(i» 










fflsiTncicQ)0(3cu)ojcaia8 oolfflcrulcSffljonDcmosm. fflsmlcsdsotSajooj 
cSjoScuipl CBa£ioo6gt3a3 (3Td)(uaDvarjS)fflcft)06ne^33 rataerUcftiiicfcaS 
(3id)tiDl(Tulra3 18 - 8 - 2011 -cnj ffljcifinj ca)1§1c!ffl1ffl1ces)6mo. (woacrul 
^ I 

cftTIgjaD aemlecffio^ajDojcSjaS cnIfflcrultBffljanDcmosrn. a^'^oam 

GnCOOo 6)0c93(21OOOn3 fiJOSl^OOT5)(?5)^o 3(2nc06)CO3 3T5S.aj 
(mlffll^jcftTIgjoDanjaej. (moacrul^j cSjIgjanD 3(3<^ocru2cft>a8 
cQjoatmoaj <ft>o®6TT)ajaDoejjo crujIc&alceffljanDtmej. cSj^sjcroraS 
ajl(UfflS3i3a5 BlojcruegtBglaS ratajciDlcrulraS crilcmjo 

ejelcSffljanDsnosTTD. 

( 2 ) 

[No. 13/2011] 

No. C3-9047/2011/MCT. 28th July 2011. 

Sealed competitive tenders in the prescribed forms 
are invited for performing the Self Retaining Flexible Arm 
Brain Retractor—1 No. required for the Neuro Surgery 
Department of Medical College, Thiruvananthapuram. 
Tender should be superscribed tender numbers and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Cost of tender form (h-ST): 

Original— 416. 

Duplicate— 208. 

Last date and time of sale of tender form— 

15- 9-2011, 3 p. m. 

Last date and time of receipt of tender form— 

16- 9-2011, 2.30 p.m. 

Date and time of opening of tender form— 
16-9-2011, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 18-8-2011. No other forms of remittance will 
be accepted. 

(mlffljdjcnawojjfflo fflaoultefflRsS etejOGgsInej cn^jQoo 
cru^sol mleocnroroflraS (3id)(ua8_;,aot]Q) fflcruraSoi? olsngcnlocn 
tiDfflgtacrulenilaa rarajo 6)L6njcQ)1a3 oTsocfes^—i aJIcmosTDo 

6)iij<3)2(rD®)1cn ocS'^oarujcejaS cMJsnblceffljcmj. 3^<^ocruj 

cSjoS 3(3'^oaru cncnjcoosjtSjjsl cn1c®j1ra) tmicffisnicsffljffljaii 
(.njloScnilcjjoaS, sxaruilcsacnS Gceioeges] (mlffljajcnamrujoo-egs on 
ci^cm (ijlejO(Tu«5Tt5)1ra3 ci^«5tm1^1ffl1ec0ffl6nec!j)osrn. 

3(3<^0CTU GriOOO (313)16)0^ (Ulej (Ul(33ijjm CDlcfliJOrl 
gC(86)(jj6)S : 

raracruraa— 4i6 

nru 

C/3(al(jjcft)(3ry- 208 

3(3<Teio(Tu Gaoooo djlraScsajanD ratarucruocr) (3)1 c®raildsjo 

CrU(210®(UJo-15-9-2011, 3 ffisml. 

3a(iejo(ru Gooooo (TujItSjOlcOffljcm raracijcruocn (oilcsDcmldsjo 
cruacmcujo— 16 - 9 - 2011 , 2.30 (usml. 


3(3r>ejO(Tu (3)jOt6S)j(m (oilos (0)1 anjo crufflascujo— 
16-9-2011, 3 aeml. 

Ca£ioo63i3c/8 (3)ruoej1(33 Gcueneoj^ csTaQfflQaScSffljaTxoilcnjeojerB 
(orjcft) ( 50 ) (araculcfemocrDl raraccDoaSecefflenecoioern. 3(3<^ocn} Cnooo 
(0T3)l6)a§ (ulej aoooIcnilcoS ecnalcgo asmlGODOcScvD^ csigicofflo 
CTUj1cft>ffl1c96)J(TD(3)0STf). (3t3ej061(0)CQ)Jgg OraCciJcOigdcOjgJo Cniffl 

cnilc6S)janD(3)0snb. enoooetoroiofflsoijjo ajtOijjLcnsaBGgo megeico) 
alejjo e(\i)Ocft)_!jj6)i2ia^jcft>Ggo <m«iiw^oc& (3t3)(uca_!)6)(jj§2 
6)<ft>06nejgg(3)jo earaSoileiocruo cu^ijcaoimejocotBKOijaooffl asrbl 
GC!a)0^(rDOjc93(^ cnlacrulcOffljanDcoioern. asmlecmotSirjoojcOjaS cuipl 

Ga£l0O63T3(/8 CSTajOJ Ca^j, 6)(jJ §2 fflcOiO STBJgg (313 C oJ cftfld eft) 03 

rarajaolorulcoS i 8 - 8 - 20 ii-cnj ajoSoj cOdglcsDlffllcOfflemo. (oioaicTul^j 
<ft>1§jcm i2i6m1c(i»o^(^jDOj<ft)a3 cnlfflcrulcOffljanDcoiosrn. 3^<^ocru 
GtiDooo eisiefljmooociS ruosleiocoroxoijo 3a1ees)(38 raras.^ (mjeOj 
coiomcTul^jc&lgjonD 3(3r‘ejocrujcft)(/3 
cffioeifflioaj <ft>oa6rr)(U(/aoejjo (Tuj1cft)a1c06)janD(O)ej. cSjjsjcokoS 
(Ul(UfflS3T3a3 t.rO(U^(3I3)1 3l(U(TU63r3g1{08 ^"9 (3r3)ciDl(TUl(08 ODlomjo 
eje1c9S)j(TD(5)06rn. 

(3) 

[No.19/2011] 

No. C1-14407/2011/MCT. 28th July 2011. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the Miscellaneous Items required 
for the PIPMS Department Medical College, 
Thiruvananthapuram. Tender should be superscribed 
tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 OIL Details can be 
had from this office on working hours till 3.30 p. m. 

Cost of tender form (inclusive of S.T): 

Original — 416. 

Duplicate — 208. 

Last date and time of sale of tender form— 

12- 9-2011, 2.30 p. m. 

Last date and time of receipt of tender form— 

13- 9-2011, 2.30 p.m. 

Date and time of opening of tender form— 
13-9-2011, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 27-8-2011. No other forms of remittance will 
be accepted. 

(3)1fflJ(U(Dn3)nJJfflo 6)ffl(Vu1t6«)(33 ec9>oegslGcnos(Dj6nj(Tuil^ 
njl. Slnff). njl. a®o. n^) OTU. - G EJ c06) (313)0103^ 210 CS3) nJEJCUlCD 

cruo(i)(D63t3c/3 (u1(3)ffl6rr)o einjigjonDcrolcn cnlcmncBi C(i£ioo(3r3)1(33 
2i2t.3(u^ 3^<TEJonrujc83a3 tftiadsml^jacfljOggjcmj. 3(3r>ejocruj(fl3a3 

3^(iejoaru cnoru eoo sj cSjjsI cnlcmilcs) (S) 1 cm (3)1 cssij 21^011 
(.nj1Cl3(Tu1(jjOC(3, S)2KVL)1 c 36)(33 QceiOGgffii] (3)1(DJ{UCnCT3)ciJ20o-695 011 
n^cm (U1 ejO(TU(DT 3)1(33 ti^(3t5)1^1ffllGc8S)SnS{3)0Srr). 


B^riejocru aDOOCOTtnlfflClg (Ulej (SOcfbCTU goSfflijJfflS): 
raracruraS — 4i6. 

CT\) 

C/8(al(jjcft>(3(jj''- 208, 

B^ciejocru CBciDooo (ulroScOCTjcm caiscucruom crolcmRrncmjo 
cruacmajjo—12-9-2011, 2.30 msml. 

BiS'^ocru ffitiDooo crujltejolcsojcm raraajcruocn (roloaiimldDjo 
cruacmajjo—13-9-2011, 2,30 msml. 

B^'^ocru cmjo cOffljcm rsiIos) crol csdjo arum q® ojjo — 

13-9-2011, 3 meml. 

CBci£ioo6gt3c/3 RDoJoeilraS enisueaKS otacmcfflceffljanDfflflcnjcBmsne 
fflijcft) 50 (araculcfljmocffil rataomofflecOffleTiecrooern, (3(3<^ocru 

csciDooasTOilfflcig (ulej aoanlcrulroS eanralcsgo msrDlcsc®o(5ajo^ 
ratdjCBdDO crujIcOjffllteffljnDRjiosTTD. csia^osxinocDjgg 
ratdCrUcftfldcBjgjo ODlfflcrulcOsijcrncroosTU Gnnooeastmoeisocjjo mjLB<jjL(ro 
63t3(igo mcgn(!j)®)1ejjo oojuocojjijnmagjcojcgo rataofflofflcOffljajoaS 

tgtdi(uc/ai.afjs^fflcft.osng]33(g)io QmroSajlejocruo (u^coanm&OOTiOKinjmod!) 
m6m1cB<i»0(3cu)O2cft)a3 onlacnilceffljcmanoern. msmleccDo^ajDOjcejaS 
(us>1 enDooesBoS (arejcucra^sicjjgjacfljosnsjgg raidenJcOiiitOiaS 
aotiDlcrulaS 27-8-20ii-aD2mjaij cSjIglcffilffllcesiemo ffl)omaru1^cft)1§jaT) 
msmIcBcaorSajDOjcfljaS ODlfflcrulcOffljaiDsnosrn. o^riejocru eacooo 
eiScSjmooooS njoslaoraimcsijo aalcOSiraS raras,^ raijcft) 
cftngjoDcmjm^. snomcrul^jcangjar) (3^r«jO(Tujcft>a3 cffioacmofflj 
cOjoasTDcuaaoejjo crujIcOjffllcSSijaTxmej. cOjjsjkdrsS culfuasaBoS 
(.rUdj^Rsroil flioj cru 6313 g1 ra3 ratajnnl crulraS cnlonjo 

ejelcOeiJCID85)06133, 


List of Items 


Sl.No. 

Name 

No. & Rate 

1 

Microscopic cover slip 
(22 mm x 22 mm) 

100x60 

2 

Sample vials 5 ml capacity 

500 x8 

3 

Plastic coupling jar 

30 (30 X 40) 

4 

Petridish (90 mm x 15mm) 

100(50x100) 

5 

Reagent (Dropper bottle) 

60 (60 X 50) 

6 

Wash bottle 

30 (40 x 30) 

7 

B. D. Vaceutainers-Red top 

100 X 15 

8 

B. D. Vaceutainers-Lavnder 



top (EDTA) 

100 X 15 

9 

Vacutainer adaptor 

50x 15 


Schedule 

1, The period for which the rates to be in firm—One 
year, 

2, The rates should be inclusive of sales tax and for 
free delivery at the department concerned, otherwise 
the tender will be rejected, 

3, Advance payments conditions will not be 
considered. 


4, Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances, 

5, Tenders are to be sent with details and illustrated 
pamphlet (where ever necessary) neatly typed. 
Manuscripts should be avoided as far as possible, 

6 , Tenders should be accompanied with a formal 
agreement executed in 100 Kerala-non judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits, 

7, Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, Thimvananthapuram, 

8 , Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders, 

9, Tenders unsealed, unsingned or submitted without 
superscription as specified are liable to be rejected, 

10, Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained, 

11, Belated tenders will not be considered under any 
circumstance, 

12, For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection, 

13, Tenders should bear the signature and full Postal 
address of the tenderers where ever necessary, 

14, The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders, 

15, Specification of the items are given in the list, 

16, Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the tender notification, 

17, Tender will be opened in the presence of such of 
the tenderers or his authorized repersentative who 
may present at the time. They should have valid 
authorization letters, 

18, More details can be had from this office on working 
hours. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 





TENDER NOTICE 


TENDER EXTENSION NOTICE 


No. C3-II966/20II/MCK. 15th July 2011. 

Sealed competitive tenders are invited for the 
purchase of Split A.C-I.5 T—20 Nos. to Medical 
College, Kottayam. 

Tender forms can be had from this office on 
payment of 1,561 prescribed cost in Cash or by Money 
Order till 6-9-2011 at 12 Noon. No other modes of 
remittances will be entertained. Those who require tender 
forms by post, a sum of 40 will be added towards 
postage charges. Money Orders should reach this office 
atleast 10 days prior to the closing date of tender sales. 
Cost of tender forms will not be refunded. 

The duly signed tenders superscribed on the 
envelop as “Tender No. C3/11966/2011/MCK for the 
purchase of Split AC" addressed to “The Principal, 
Medical College, Kottayam-8” should reach this office on 
or before 6-9-2011 at 1 p. m. Tenders received late will 
not be entertained. The duly received tenders will be 
opened at 6-9-2011, 2.30 p. m. at the stipulated time in 
the presence of the tenderers or their authorized 
representatives who may present at that time. 

Eurther details can be obtained from this office 
during the working hours. The undersigned reserves the 
right to reject any tender without assigning any reason. 

(Scfeoscfflo 6) 21 ru)1 cM ra3 cscaoea sIcbejcSS) crurulb, 

n^.(Tu1.-1.5 S6n3 -10 t^STTDo (U063t3J cm (3)1 ODOCffil 21J(.3aj^ 

(3^aejocn)jcft)a3 cSiiieml^jfflcftiOggjanDj. 

3^<mi0cnj nJt.®)S3T3a5 1,561 C3T5S^ SJOtiDlcruIcnS CnlODJo 6 
-9-2011, 12 216rril(U6)ffl (U0S3T30(UjanD(0)06rn. rLJt.(3)63T3a5 

(TOnJoeflcoS (3ta)(uc;8_!|2ijgg(u^ 40 (araculcejo 2i6m1 

(315)00)1 raraoQxmccOfflsreroiosrn. 216ml 630^(moj<S3C/3 fl^'^ocru 
(u1o3(jjcn (3ra(ucn)oaDlc96)jnnD(3)1ab 10 blojcruo 2ijmj ejeletoasne 
(S)osrn. 3^'^oaru oj(.(0)(5ro)l6)cig (ulei 2is<s6)1 cn{!53cft>2cm(roej. 

2ijl3(u^ 3^'^ocn)jc03(/5, cft,(uo1(r)j2ijc9>g1o3 “3(3<^0(n) 
0)011(3 01)13-11966/2011/^4)0.01)1.6)103. griJc03® 6m (313)16)0^ (InJia 
orunjlg o®. 01)1.” c4)0D (B216)ej(PJ(S(D1O)OSJc032Sl “(.oJ1o3od1(jJOC/ 3, 
6)2iaji1c06)(33 (Bce3oegffi, asiO^wo-a” c4)(m (iilejooD(Dio)1(33 6-9-2011, 
1 2i6m1c06)j2i2Oij eje1(fl6)(Dio)c06)(u1(i)o (3i5(s))offl(Bc06)6n§(O)O6ni. m1(mfl(3) 
0D21<I»(D15)1O)JC(®f3ilo eje1c06)JCm(S(3)O (313oJJ(36m2100Q)CB(3)0 (313)00) 
3 ^<^oodjc 03(/3 t3jffl1(/)6m1<06)2cm(3)m. oo>rQOOD2ioo)o eje_!|2iooo) 
3^riejOODJc93(/3 6-9-2011, 2.30 216m1c9ffl (5)JOc96)J(m(D)06rn. 

(Ul(183(Ul(Uffl6313(/3 3^fiej001) oJt.(3)(313)1(Sm06)S0(jjo eje_!j2106ni. 
oo)06)(3)0ffl2 c930a6m(ujo c8306m1c96)06)(3) 3(3<^ooDjce3(/3 m1fflODlce6)j 
(UOOlJgg (313CL)1c03Offlo t.oilo30Dl(jJOg1(38 Ol1c03intiJ(3)21O6m. 

Medical College, (Sd.) 

Kottayam. Principal. 


No. C3-5625/2011/MCK. 9th August 2011. 

Dates of the tenders are invited for the purchase of 
following equipments to Medical College, Kottayam are 
rescheduled. 

Cost of tender form— 728 for SI. No. 1, 2,185 for 

SI. No. 2, 1,873 for SI. No. 3, 832 for SI. No. 4, 

936 for SI. No. 5, 1,561 for SI. No. 6, 312 for SI. No. 7, 

and 416 for SI. Nos. 8, 9. 

Last date and time for purchasing tender—12-9-2011, 

12.30 p. m. 

Last date and time for submitting tender—12-9-2011, 
1 p. m. 

Date and time of opening of tender— 
12-9-2011, 2.30 p. m. 

Tender forms can be had from this office on 
payment of prescribed cost in cash or by Money Order 
till no other modes of remittances will be entertained. 
Those who require tender forms by post, a sum of 40 
will be added towards postage charges. Money Orders 
should reach this office atleast 10 days prior to the 
closing date of tender sales. Cost of tender forms will not 
be refunded. 

The duly signed tenders superscribed on the 
envelop as “Tender No. C3/5625/2011/MCK for the 
purchase of Various Equipments" addressed to “The 
Principal, Medical College, Kottayam-8” should reach this 
office on or before 12-9-2011 at 1 p. m. Tenders received 
late will not be entertained. The duly received tenders will 
be opened at 2.30 p. m. on 12-9-2011 at the stipulated 
time in the presence of the tenderers or their authorized 
representatives who may present at that time. 

Eurther details can be obtained from this office 
during the working hours. The undersigned reserves the 
right to reject any tender without assigning any reason. 

{Bce30§aDo 6)21CU)1 c 06)(38 CB<03O(BgSl(Bejc9ffl go(S(5)a6)S0rj21)33 
c3j§1c03LnJc03Orao gnJ (03® 6m 6313 C/3 (U 0 6313 J Cm (3)1 m 0(12)1 21J(.3(U^ 
3(3(iejo(Ti)jc83(/3 c0iii6m1^ (3)1<i»(5)1 nilej cru(803(5)1(03 (03O®6m 

63)3gO(33 (3)0®S> C3j0a2)j0 (.<tJ(03O®o 3l(3'^1(jjl^1®1(06)JCmj. 

a^riejocru (IciDOO(513)1®(i^ (ulei—i-oi 728, 
[.(032100011(3 2- 01 2,185, t.(032imO11^ 3—01 1,873, t.<ft>fflm011^ 

4-01 832 (.(032101011^ 5-01 936 (.<ft>12mOU^ 6-01 1,561, 

[,(032imoi1(3 7-01 312 L<ft>2im011(3 8-OlJo 9-OlJo 416. 

H(3(ieiooi)' (111 (33 (06) j cm oiacncmom (5)1<i»(3)1c!2)2o 

OD21(X2)(112o-12-9-2011, 12.30 216m1. 

a( 3 <^ocn) odj 1 ( 03 olceeijcm raiacnoDooi (D) 1 ci 2 )C 3 ) 1 ci 2 )Jo 
OD21(I»(11Jo-12-9-2011, 1 216m1. 

B^'^ooi) c3)2O(0®jcm (3)1ca)(3)1ca)jo 0D21(X2)(112 o— 12-9-2011, 

2.30 216m1. 


B^i^ejocru rU(.ra)63B(;3 CDlasultm csiss^ 

siOoDlcrulraS crilanDjo (uosaTBoajjcmsnoenD. 3(3<^oam nj(.ffl)63t3a8 
cTOnJoeilraS cm^iajao^ffljggcucS 40 c3T5U)1cft>o asml aocScuDOOcrsl 
(3Tac!C»cffi(ices)6n§8nosrn. asmi fflO(3ajDOjcft)a3 ra^'^ocru ailRsSijjaD 
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List of Items 


SI. 

No. 

Name of Equipments 

Quantity 

required 

1 

Spectoro Photometer 

1 Nos. 

2 

Haemodialysis Machine 

2 

3 

Ultrasound Machine 

1 

4 

Non Invasive Ventillator 

2 

5 

U.V. Visible Spectorphotometer 

1 

6 

Vascular Instruments 

2 

7 

Nebulizer 

1 

8 

Centrifuge 

2 

9 

Baby cradles 

20 


Medical College, (Sd.) 

Kottayam. Principal. 

TENDER EXTENSION NOTICE 


No. S6/10032/2011/MCC. 23rd July 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the Manufacturers or authorized 
Distributors for the supply of ABG Machine for 
Paediatric Department, Medical College, Kozhikode. 

Tender forms can be had from the Office of the 
Principal, Medical College, Kozhikode directly on payment 
of 1,040 on or before 14-9-2011, 3.30 p.m, or by 
Registered Post on or before 2-9-2011, producing Money 
Order taken in favour of Principal, Medical College, 
Kozhikode for 1,090. Tenders should be superscribed 
as Tender No. “S6/10032/11/MCC” and addressed to the 
Principal, Medical College, Kozhikode. Tenders should 
be submitted on or before 15-9-2011, 11 a. m. Belated 
tenders will not be accepted. Each tender should be 


submitted along with an agreement signed and 
executed in Kerala Govt. Stamp Paper worth 100 and 
EMD @ 1% of the total cost of items tendered for. The 
tenders will be opened on 15-9-2011 at 11.30 a. m. in the 
presence of the tenderers or their authorised 
representatives. Date upto which the rates are to 

be firm is 31-3-2012. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders, without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamps etc., will not 
be accepted towards the cost of the tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request, along with the remittance of 137 by 
Money Order taken in favour of Principal, Medical College, 
Kozhikode. 

Eurther details can be had from the office of the 
Principal, Medical College, Calicut during working hours. 
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Specification 

A fully automatic fast, precise blood gas analyzer 
with following features: 

1. Measured parameters: pH,pC02,p02, Cl, Na, 
Ca & Mg. 

2. Calculated parameters: Std. pH,pC02, p02, 
CH+HC03, Std. HC03 Std HC03, 02, Sat, BEX 
BEeof BB, 02 content, TC02, all at patient’s 
temperature. 

3. Sample size: Not more than 70 microlitre. 

4. Throughout 40 samples per hour. 

5. Readout time: Less than 1 min. 

6 . Printer: in-built with preferably non-thermal paper. 

7. Calibration: Automatic in cycle system. 

8 . Display: Digital display on the screen. 

9. Electrodes: Maintenance free with shelf life not less 
than 1 year. 

10. Memory: More than 100 patients memory. 

11. Spares: Enclose invoice of 10 most expensive and 
essential spares. 

12. warranty for atleast 2 years, CAM and AMC for 5 
years. 

13. should be EDA, CE, UL, BIS or equivalent 
approved product. 

14. Manufacturer should have ISO certification for 
quality standards. 

15. Local service facility should be available. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. Warranty maximum 2 years and AMC/CAMC minimum 
5 year after warranty. 

4. The tender not satisfying all the conditions are liable 
to be rejected . 

Office of the Medical College, (Sd.) 

Kozhikode. Principal. 


TENDER NOTICES 

( 1 ) 

No. S2-10024/2011/MCC. 25th July 2011. 

Sealed competitive tenders in the prescribed forms 
are invited from the Manufacturers or authorized 
Distributors for the supply of High Erequency Neonatal 
Ventilator for the department of Paediatrics of Medical 
College, Kozhikode. 

The envelop containing the tenders should 
superscribed as Tender No. S2/10024/2011/MCC for the 
supply of High Erequency Neonatal Ventilator due on 
2-9-2011 and should be addressed to the Principal, Medical 
College, Calicut- 673 008. Belated tenders will not be 
accepted. 

Cost of tender form: 

Original— 2,392. 

Duplicate— 1,196. 

By post— 2,430. 

Date and time of sale of tender forms by post— 
5-9-2011, 3 p.m. 

Date and time of sale of tender forms—14-9-2011, 
3 p. m. 

Last date and time of receipt of tender forms— 
15-9-2011, 11 a. m. 

Date upto which rates are to be firm—31-3-2012. 

The tenders will be opened at 11.30 a.m. on 
15-9-2011 in the presence of such tenderers or their 
authorized representatives who may be present at that time. 

Intending tenderers can obtain tender forms directly 
or by registered post on payment by money order from 
the Principal, Medical College, Calicut. Tender forms are 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 

Each tenderers should send along with the tender an 
agreement signed and executed in Kerala Government 
Stamp Paper worth 100 and EMD 1% of the total cost of 
the items tendered for. Rate should be quoted against 
payment in Indian Rupees only. The tenders without 
required Earnest Money Deposit and agreement and not 
satisfying the other tender conditions are liable to reject 
without any notice. Duplicate copy of the tender forms 
can be obtained on payment. Demonstration if required 
should be provided by the firm at their on expense. 

Eurther details can be had from the Office of the 
Principal, Medical College, Calicut during working hours. 
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Specifications 

• Advanced microprocessor based continuous flow, 
pressure limited, time cycled ventilator for very low body 
weight infants (Premature, new borns) upto maximum 20 
kg. upgradeable for additional functions. 

• The ventilator should have the following ventilation 
modes as below : 

IMV, Assist Control, SIMV, CPAP 

Pressure support Ventilation and Assuring the tidal 
volume or spontaneous breathing in Assist 
Control mode, SIMV mode and Pressure 
Support Mode. 


• HFOVMode 

It should be possible to combine HFOV as below: 
IPPV+HFOV 
CPAP+HFOV 

• The HFOV function should control: 

Frequency and Amplitude. 

• Should measure parameters in HFOV such as Indirect 
measurement of Co2 during High Frequency 
Ventilation, Tidal volume in HFOV, MV in IMV stroke 
in inspiration, MV in IMV strokes in expiration. 

Should have settings for: 

Peak Inspiratory Pressure—I0-75cm H20 
PEEP—0-15 cm H20 
Inspiratory Time—0.1-2 Sec. 

Expiratory Time—0.2 - 25 Sec. 

Maximum Rate (based on Insp. Time and 
Exp. Time)—^200 bpm 

Inspiratory flow—1-301pm 

Base flow—1 - 20 Ipm 

• Should have real time monitoring at Y-piece of: 

Pressure —Peak, Plateau, Mean, CPAP/PEEP 

Expired Tidal Volume (Monitored), Expired Minute 
Volume, Leakage in % 

Erequency/Rate - Set (Inspiratory) Spontaneous 
MV in % total IE ratio 

EI02 and Pressure, Flow wave from 

Lung Mechanics-Resistance, Compiance, C20/C. 
Time constant Tc, RVR 

• Should have automatic alarm settings for all alarms. MV 
alarm can be manually adjusted along with alarms for: 

High/low Pressure 

High/low Minute Volume/Tidal Volume 
Apnoea alarm 

• Scope of supply should include 

Modular corrosion free Original Trolley 

Original Compressor with Attachment water trap 

Silicon heated Hose set for neonates — 2 set. 

Servo controlled humidifier with heated Wire type 
and reusable chamber 

Plow sensor—lONos. 

Inbuilt Nebuliser 

Original Hinged arm for rail (Support for patient 
circuit) 


• Quality Standards and Support requirements - 

The unit also should have FDA and CE Certification 
Warranty—2 year. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his own 
cost if requested. 

3. Warranty minimum 2 years and AMC/CAMC minimum 
5 years after the warranty. 

The tenders are not satisfying all the conditions are liable 
to be rejected without further notice. 

( 2 ) 

No. S4-10028/2011/MCC. 25th July 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
distributors for the supply of Pulse Oxymeter (10 Nos.) 
for Paediatrics Department of Medical College, Kozhikode. 

Estimated cost— 3,00,000. 

Cost of duplicate tender form— 306. 

Last date and time of sale of tender form by post— 
2-9-2011, 3 p. m. 

Date upto which the rates are to be firm— 
31-3-2012. 

Tender forms can be had from the office of the 
Principal, Medical College, Kozhikode directly on payment 
of 612 on or before 14-9-2011, 3.30 p. m. or by Registered 
Post on or before 2-9-2011 producing Money Order taken 
in favour of Principal, Medical College, Kozhikode for 
652. Tenders should be superscribed as Tender No. S4/ 
10028/2011/MCC and addressed to the Principal, Medical 
College, Kozhikode-673 008. Tenders should be submitted 
on or before 15-9-2011, 11 a. m. Belated tenders will not 
be accepted. Each tender should be submitted along with 
an agreement signed and executed in Kerala Government 
Stamp Paper worth 100 and EMD @ 1% of the total cost 
of the items tendered for. The tenders will be opend on 
15-9-2011, 11.30 a. m. in the presence of the tenderers or 
their authorized representatives. 

Rates should be quoted in Indian Rupees only 
against payment. The tenders without the required 
agreement and sufficient Earnest Money Deposit and the 
tenders that do not satisfy the conditions are liable to be 
rejected without any notice, cheque, draft, postage stamp 
etc. will not be accepted towards the cost of tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request along with the remittance of 137 by Money 
order taken in favour of Principal, Medical College, 
Kozhikode. 


Eurther details can be had from the Office of the 
Principal, Medical College, Calicut during working hours. 
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List of Items with Specification 

Should have LED of minimum 0.4" to display Sp02 
and Pulse Rate. 

Should have LCD Display of 240x64 pixels. Viewing 
area 132.6x39.0mm to display Plethysmograph, Baragraph 
and Alarm Limits 

Should have single 3 colour LED to indicate 
Perfusion status. 

Should have LED to indicate charging and working 
on Battery. 

Should have Keys for on/off. Menu, Up, Down, 
Cancel, Wave/Trend, Ereeze and Silence. 


Should have Sp02 measuring Range 0 to 100%. 


(3) 


Should have automatic averaging of Sp02 on 4, 8 or 16 
beats of Pulse. 

Should have selectable Plethysmograph Wave Speed of 
12.5,25 or50mm/sec. 

Should have selectable wave form display type line or 
ffll. 

Should have automatic Gain Control. 

Should have scrolling for 15-60 sec on Wave freeze. 

Should have pulse measuring Range 18 to SOObpm. 

Should have automatic averaging of Pulse on 8, 16 or 
32 beats of Pulse. 

Should have pulse Beep Tone change with Sp02 value. 

Should have alarms & Beep tone change with Sp02 
value. 

Should have alarm for Sensor Disconnected, Limit 
Violations and Low Battery. 

Should have option for Alarm Silence, Beep Silence 
and all Silence. 

Should have selectable alarm range of Sp02 from 
1 to 100% & Off (Upper limit) and 0 to 100% 
(Lower limit) (in 1% steps) 

Should have selectable alarm range of Pulse from 5 to 
300 bpm (Upper limit) and 0 to 295 bpm (Lower Limit) (in 5 
bpm steps) 

Should have memory Trends of Sp02, Pulse Rate & 
Signal of Past 144 hrs. available for Printing. 

Should have memory Trends of Sp02, Pulse Rate & 
Signal of Past 24 hrs. available for display. 

Should have memory Trends of past 1000 alarm 
Violation events. 

The battery charging time should be maximum 8 hrs. 

Should have Battery Back up of 6 hours. 

Should be Portable (weight maximum 2kg.) 

Manufacturer should have ISO certification. 

Warranty-2 years 

CAMC/AMC for 5 years after warranty. 

Special Conditions 

1. The brochure issued by the manufacturer in original 

should be attached. 

2. The firm should be arranged demonstration at his 

own cost if requested. 

3. The tenders are not satisfying the conditions are 

liable to be rejected without further notice. 


No. S4-10029/2011/MCC. 25th July 2011. 

Sealed competitive tenders in the prescribed forms 
are invited from the manufacturers or authorized 
distributors for the supply of NIBP Monitor (5 Nos.) for 
Paediatrics Department of Medical College, Kozhikode. 

Estimated Cost— 4,00,000. 

Cost of duplicate tender form— 416. 

Date upto which the rates are to be firm— 
31-3-2012. 

Tender forms can be had from the office of the 
Principal, Medical College, Kozhikode directly on payment 
of 832 on or before 14-9-2011, 3.30 p. m. or by Registered 
Post on or before 2-9-2011 producing 
Money Order taken in favour of Principal, Medical College, 
Kozhikode for 872. Tenders should be superscribed as 
Tender No. S4/10029/2011/MCC and addressed to the 
Principal, Medical College, Kozhikode-673 008. Tenders 
should be submitted on or before 15-9-2011, 11a.m. 
Belated tenders will not be accepted. Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Government Stamp Paper worth 100 
and EMD @ 1% of the total cost of the items tendered 
for. The tenders will be opened on 15-9-2011, 11.30 a. m. 
in the presence of the tenderers or their authorized 
representatives. 

Rates should be quoted in Indian Rupees only 
against payment. The tenders without the required 
agreement and sufficient Earnest Money Deposit and the 
tenders that do not satisfy the conditions are liable to be 
rejected without any notice. Cheque, draft, postage stamp 
etc. will not be accepted towards the cost of tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request, along with the remittance of 137 by Money 
Order taken in favour or Principal, Medical College, 
Kozhikode. 

Eurther details can be had from the Office of the 
Principal, Medical College, Calicut during working hours. 
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List of Items with Specification 
NIBP Monitor—5 Nos. 

Safety 

(Meet the requirements of lEC 60601 standards) 

Display —10.2" Colour, TFT 

Resolution —800x480 

Trace —9 waveforms maximum 

Indicator —Alarm indicator, power indicator, 

charging indicator 

Battery —14.8V, 2 Ah Rechargeable Lithium 


Battery Backup —80 minutes minimum 


AC Mains 
Trend Time 
Alarm 
Sp02 

Range 
Resolution 
Accuracy 
Alarm range 
Pulse Rate 
Range 
Resolution 

Em 

Lead Type 
ECG Waveform 


—100-240V,50/60Hz. 

—96 hrs graphical & Tabular Trends 
—3 level audible and visual alarm 

—0 to 100% 

—1% 

-70-100%+ 2% 

- 0 - 100 % 

—15-254bpm 
—1 bpm 

—3 leads or 5 leads selectable. 
—maximum 7 wave forms at 
a time 


Heart Rate Range —Adult/Paed.-15 to 300 bpm. 
Accuracy —h Ibpm or -F 1 % 

Resolution —1 bpm 

Erequency Response —Diagnostic Mode—0.05 to 
120 Hz. 

Monitor Mode—0.5 to 40Hz 
Surgery Mode l-20Hz 
CMRR —>100dB 


ST Detection 

Respiration 

Method —RA-LL impedance 

Measurement Range —Oto 120rpm 


Resolution 
Accuracy 
Temperature 
Range 
Resolution 
Sensor Type 
Refresh Time 
NIBP 


—Irpm 
—i-2rpm 

—0to50°C 
—0.1°C 

—YSI (B series) and CE-El 
—Every 1-2 seconds 


Method —Oscillometric 

Operation Modes —Manual/Automatic/Continuous 
Measurement Types —Systolic, Diastolic, Mean 
Measurement Range —Adult SYS—40 to 270mm Hg 
DIA10to215mmHg 
MAP 20 to 235mm Hg 
Resolution —ImmHg 

ETC02 


Side Stream Technology 


Should be upgradeable to Dual IBP, Thermal Recorder 
Should have facility to Recall 500 NIBP measurements 
and 60 alarm events. 

Should have Oxy CRG screen for Neonatal monitoiing. 
Should be Portable (weight maximum 4kg.) 
Manufacturer should have ISO certification. 

Warranty—2 years 

AMC/CAMC for 5 years after expiry warrenty. 


(4) 

No. S5-10030/2011/MCC. 25th July 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized 
distributors for the supply of Portable X-ray (60mA) for 
Paediatric Department of Medical College, Kozhikode. 

Estimated Cost— 4,00,000. 

Cost of duplicate tender form— 416. 

Date upto which the rates are to be firm—30-3-2012. 


Tender forms can be had from the Office of the 
Principal, Medical College, Kozhikode directly on payment 
of 832 on or before 14-9-2011, 3.30 p.m. or by Registered 
Post on or before 2-9-2011 producing Money Order taken 
in favour of Principal, Medical College, Kozhikode for 
872. Tenders should be superscribed as Tender 
No. S5/10030/2011/MCC and addressed to the Principal, 
Medical College, Kozhikode-673 008. Tenders should be 
submitted on or before 15-9-2011, 11 a.m. Belated tenders 
will not be accepted. Each tender should be submitted 
along with an agreement signed and executed in Kerala 
Government Stamp Paper worth 100 and EMD @ 1% of 
the total cost of the items tendered for. The tenders will 
be opened on 15-9-2011, 11.30 a.m. in the presence of the 
tenderers or their authorized representatives. 

Rates should be quoted in Indian Rupees only 
against payment. The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamp etc. will not be 
accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala, on 
request, along with the remittance of 137 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Eurther details can be had from the Office of the 
Principal, Medical College, Calicut during working hours. 
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100 (ulejoffijgg c<ft> 0 g mjLfl ro (.OT) raraiIcnS cnlasultOT 

a085)^cft>csjlejjgg (TUl2(Zl(!J)rUt.(mo OJOCDBRSTO) (TOJcfcCffiJfflS 1% ODI®®) 
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Schedule oe Item 

Portable X-ray (60 mA)—1 No. 

Specification for Portable X-ray Unit (60 mA)—1 No. 

Specieication 

The equipment should be approved by AERB for 
clinical use. 

The portable X-ray machine here refers to mobile 
X-ray unit suitable for taking radiographic examinations or 
bed ridden patients at wards, theatres and ICU. 

X-ray tube and generator 

60mA stationary anode type X-ray tube with AERB 
type approval mandatory focal spot size 2-2.5 mm. 

Generator: Eull wave rectified self contained 
tube head. 

Colimator: User friendly manually operable collimator 
assembling with light beam necessary. 

Console with digital display or exposure and selected 
parameters KVp incremental rise in small steps. 

Radiography kv—45 to 100 kv. 

mA range: 25-60. 

Overload indicator, voltage compensator and exposure 
switch with lengthy cord at least 2.5 meters long. 

Tube arm: Mticulated stretchable type. 

Stand: Counter balanced mobile stand. 

Power supply: 250v AC, single phase, 50 Hz, 
15 ampere socket. 

Lead protective puch for keeping cassettes. 

Audio indication for X-ray exposure necessary. 

Radiation protection accessories 

Lead aprons—1 Number vinyl coated light weight 
with 2.5 mm lead equivalent. 

X-ray film cassettes with high speed intensifying 
screens. 

15" X 12"—4 Numbers. 

X-ray film blocker/divider 15" x 6"—1 Number. 

Warranty —2 years for X-ray equipments from the 
date of commissioning as per government directions, 
5 years CMC thereafter. 


Supplier should produce a list of at least 10 major 
institutions in Government or private sector in Kerala 
where the same machine installed. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. The tenders are not satisfying all the conditions are 
liable to be rejected without further notice. 

(5) 

No. S5-10031/2011/MCC. 25th July 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
distributors for the supply of U.S.G. Machine with 
Neonatal Probe for Peadiatric Department, Medical 
College, Kozhikode. 

Estimated Cost— 10,00,000. 

Cost of duplicate tender form— 780. 

Date upto which the rates are to be firm—30-3-2012. 

Tender forms can be had from the Office of the 
Principal, Medical College, Kozhikode directly on payment 
of 1,560 on or before 14-9-2011, 3.30 p.m. or by 
Registered Post on or before 2-9-2011 producing Money 
Order taken in favour of Principal, Medical College, 
Kozhikode for 1,600. Tenders should be superscribed as 
Tender No. S5/10031/2011/MCC and addressed to the 
Principal, Medical College, Kozhikode. Tenders should be 
submitted on or before 15-9-2011, 11 a.m. 

Belated tenders will not be accepted. Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Government Stamp Paper worth 100 
and EMD @ 1% of the total cost of the items tendered 
for. The tenders will be opened on 15-9-2011, 11.30 a.m. in 
the presence of the tenderers or their authorized 
representatives. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the required agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheques, draft, postage stamps etc. will not 
be accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala on 
request along with the remittance of 137 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Eurther details can be had from the Office of the 
Principal, Medical College, Calicut during the working 
hours. 


CBcfcoiplecesios eimrujlcefflraa GcSjoegsIsiei nj°lcu)1cQ)0(.s1c£bCTU 
aileo(/)roro)1eejces)oaic®_!)i2ioc!ffl croj.ti^cru.sl. 6)fflnad1a5 oilrarai 
cnIcBCQio (DO g RiS (stnjosnj (iilcmosmo 6)iij(gjcm(m1cseic06)' 

cn1(8i2(2i0RS)0c9fflglG53(DlaDjo (aiaocnTcflj^RS) CLuleKSmooIcnScnlaDjo 
fflRsrufflocDlnadolRDiaocffionjaocffi scSneiocrujcOjC/S 
tftfldsrbl^jsicfljOggjaDj. 

(3T3S®)K53 (TOJtfti- 10,00,000. 

(DlfflC!S)t.(3(D_!|0-fflssne^ «njcft>()C»J6)S 63fflJ C;88S)l210(Do. 

ra(3'^oaru (SoDoociTtnlffla^ oilei: 

(ararruraa— i,560. 

cr\) ’ 

nJc6DC3riJ- 780. 

RS)nJO(33 OKPI- 1,600. 

fl{3<^0(Tu (SaDoajcSjC/S (icDffl1§ eielceffljoD csraoicruocn 
(mltffioiloffljo crumcffiojjo—14-9-2011, 3.30 asmi. 

3(3'miO(TU (SoDOfflJcejC/S RJInJOasSclUPl (lllraS^CD CnlfflJCTD 

(mltfficrolcffljo crumcffiojjo—2-9-2011, 3.30 fflsrril. 

G^cieionrujcOjC/S croilcOjffllcOffljcm (aiaoicruom (micmsnicmjo 

crufflcfflojjo—15-9-2011, 11 msrrtl. 

3a(ieioarujcft>(/3 (mjOcOffljcm (mlcmoDlcffijo crumaticiijo— 

15-9-2011, 11.30 msmi. 

3(3<^ocn}jc93a5 ‘cncnj{3 r4)cru5/i003i/20ii/ti^oam1cruT o^ctd 

emsieupjcsraraiosjtBjjsl (SCDffl1§ cnroScSijcOjecffio (.nJlci3(Tu1(jjoc/8, 

0000)1106)03 (ScaocsgK, (StBjOsIcBcaoos-s n^oD (lileiocruotmIcnS 
oracfficm cst60sne(iS)O6rn. oociicSil eielcBOjciD s^i^eiocrujcajC/S 
(n)/lcft>(a1ca0j(TDO)m. s^'^oodjcSjC/S mjcftgloS crujiJIcjjl^lolcaojanD 
3l(ii(D)o fflooiloei 11.30-00 3(3<^ocn)jc0>o(a0(i^(sca)o (ataocnlcSj^cis) 
t.nJO)loDlcDloQ)j0se(s))o cn)ocrDlf5i)_!)«3Ti5)1o3 (!S)jOc00o<jjsjo. (moJoeilcnS 
eie1(St60sn§ 3(3'^oonj csnDOORSoilori^ (lileicmodil msmi eoo^cuxS 
a»>l0cft> fflooooDio (n)i1c0>(alt00)cmR5)ei. 

00 o 6 V> 

100 (iileicmjgg (Bcfljfflg ffljLO® k5)1o3 cdIcmiIot) 

mora)^c0>oQ)1eijgg cn)2EiR5)oj(.o)o (iioa)30t!5) anjcajojos 1 % 
cn1ffl(iS)L(3(iJi(s®t!S)osjca)js1 3^'^ocn)1oci^(fl32os cn)a^(jjl(Sca06rB(roo6Tb. 

cejjsjcnoS (u1(U(a63i3(/3 (.r^orucnjcj) ejOaDlcruloSaolanDjo 
Lnooi^otml 3l(iicn)S3i3g1o3 eie1c90jcmro)O6rb. 

Schedule oe Items 

USG machine with neonatal probe—1 No. 

Specification for conventional Ultrasound Scanner. 

A brief specification for conventional Ultrasound is 
given below ; 

The machine should be compatible for imaging of 
abdomen, urognital system, obstetrics and small parts. 

The machine should be mounted in an ergonometric 
trolly for easy mobility and handling. 

1. Console 

(a) Alpha numeric Keyboard—^preferably piano type. 


(b) Dynamic range 30-90 or above in steps of 
6 decibel or less. 

(c) Adjustable variable gain is steps of 1 to 2 KHz. 

(d) M gain key. 

(e) Adjustable TGC with calipers for maximum 
epth imaging. 

(f) Combination and single focus. 

(g) Measurements key. 

(h) Body markers. 

(i) Frame memory. 

0 Video inversion and left to right inversion 

(k) Write zoom and scrolling. 

0) Connectability tio peripherals like computer, video 
and printer. 

2. Probe 

Phased array electronic transducers. 

Active ports 2. 

(l) 3.5 MHz—Curvilinear broad band width for 
scanning abdomen—INo. 

(2) 2/2.5 MHz. Curvilinear probe (paediatric probe)— 
1 No. 

3. Monitor 

17 to 19 inch high resolution monitor with 256 grey 
scales and adjustable contrast and brightness. 

Tilt swivel and rotation adjustability. 

Display:—B - mode single. 

B/B mode - dual. 

B/M mode - real time. 

4. Accessories 

On line UPS required for functioning of machine. 

Warranty: —For three years from the date of functioning. 
AMC after the expiry of warranty for a period of 
minimum 5 years. 

CAMC—5 years. 

Special Conditions 

1. The brochure issued by the manufacturer in 
original shall be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. The tenderers are not satisfying all the conditions 
are liable to be rejected without further notice. 

Office of the Medical College, (Sd.) 

Kozhikode-8. Principal. 


TENDER EXTENSION NOTICES 

( 1 ) 

No. S5-74I9/20II/MCC. 26th July 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the Manufacturers or authorized 
Distributors for the supply of Adult size Oxygenators 
(50 Nos.) for the Department of Cardiovascular and 
Thoracic Surgery, Medical College, Kozhikode. 

Estimated Cost— 4,75,000. 

Tender forms can be had from the office of the 
Principal, Medical College, Kozhikode directly on payment 
of 1,040 on or before 15-9-2011, 3.30 p.m. or by 
Registered Post on or before 6-9-2011 producing Money 
Order taken in favour of Principal, Medical College, 
Kozhikode for 1,080. Tenders should be superscribed as 
Tender No. S5/7419/2011/MCC and addressed to the 
Principal, Medical College, Kozhikode. Tenders should be 
submitted on or before 16-9-2011, 11 a.m. Belated tenders 
will not be accepted. Each tender should be submitted 
along with an agreement signed and executed in Kerala 
Government Stamp Paper worth 100 and EMD @ 1% of 
the total cost of the items tendered for. The tenders will 
be opened on 16-9-2011, 11.30 a.m. in the presence of the 
tenderers or their authorized representatives. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not 
satisfy the conditions are liable to be rejected without 
any notice, cheques, draft, postage stamps etc. will not 
be accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala on 
request along with the remittance of 137 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Eurther details can be had from the office of the 
Principal, Medical College, Calicut during the working 
hours. 
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(iDnJORSS (1IS>1- 1,080. 

3 ^'^ocru CBaDomjcftaS ecnraig eielcSSijaD (aiarucruocn 
anlcQJcrolQffljo crumcffiojjo—15-9-2011, 3.30 asml. 


fl(3'^0(Tu cs)oJOR38aj(p1 (ulcsScjjcn anlajcm 

(iT)1cS3)(m1cQ)Jo (TUffldSOJJo-6-9-2011, 3.30 m6m1. 

a^ciejoarujaiC/S crujltejffllceffljcm raiaaicruom cmlcffiffiTlaDjo 
crumcQxiijo—16-9-2011, 11 msmi. 

s^'^oamjc&aS RjijOcOffljcm railocsrailcsDjo ommasaijo— 
16-9-2011, 11.30 asmi. 

G^'^ocru ‘cncnj(3 r4)aru5/74i9/20ii/ag)ocru1cn)T ag)(rD 
QffleieKPjcffltmosjcOjjsl ccnalg (drsScOjJcOjCkiso (.n-noScrulijjoc/S, 
6)mcu)1c6S)ra3 GcOioegK, (Bcft)0(p1Cc06)os-673 008 a^ciD ojleiocructiTSilraS 
raracQjcmcBcOfflsneffliosnD. 6)6)(ii<ft>1 ejelteojcm G(3<^0(TU2ca)C/3 cruilcSj 
ffllcOffljonDOTia. GcSr^ocrujtOjoS ajcSiglraS aru2iij1(jjl^1ra1c96)jcm 
Glojcruo fflodileiej 11 . 30 -cn G^<^ocn)jcftiOffl6)a^ccs2)o csiaocnlcft),^®) 
LnJ«s)1cn1a)l(r»j6)S(scQ)0 (TuoaT)1f3JD_!|OTK5i1(i58 (TOjOcOffleiijjsjo. rairuoeilraa 
eielfficofflere g^'^ootu eoiiooratrolsiag culejcsDotsDl asml 630(3ru)^ 
siipIfflcOj mffloocmio cruilcOjffllcOfflianDcinei. 

00 <i 6 V 1 

100 (ulejcsDjgg (Scft>fflg mj(.QnJL®)(iSTSilroS cnlcraulcm 
aoRj)^cft)<i»1ejjgg aruffl2ffl)rU(.®)o oiocnGrars) raijcfecffijeis 1% 
mlfflcmLGai^eroTSiosjtOjjsl g^<^0(tu1s)Ci^ c&jsis orua^ryicBcOsisnecnosm. 

tft)]Sjra)ra3 (Ul(uffl63i3a3 (.njomraijsj) SBOciDTcrulraScnlciDjo 
(.ruai^raroil GloicruegraglraS eielcBajoDsnosm. 

( 2 ) 

No. S4-8143/2011/MCC. 26th July 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized distribu¬ 
tors for the supply of NIV Ventilator-2 Nos. for Medicine 
Department, Medical College, Kozhikode. 

Estimated Cost— 1,50,000. 

Tender forms can be had from the office of the 
Principal, Medical College, Kozhikode directly on payment 
of 416 on or before 14-9-2011, 3.30 p.m. or by 
Registered post on or before 3-9-2011 producing Money 
Order taken in favour of Principal, Medical College, 
Kozhikode for 456. Tenders should be superscribed as 
Tender No. S4/8143/2011/MCC and addressed to the 
Principal, Medical College, Kozhikode-673 008. Tenders 
should be submitted on or before 15-9-2011, 11 a.m. 
Belated tenders will not be accepted. Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Government Stamp Paper worth 100 
and EMD @ 1% of the total cost of the items tendered 
for. The tenders will be opened on 15-9-2011, 11.30 a.m. in 
the presence of the tenderers or their authorized 
representatives. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the required agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheque, draft, postage stamps etc. will not 
be accepted towards the cost of tender forms. Stamp 
Paper will be supplied to the firms outside Kerala on 
request along with the remittance of 137 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Eurther details can be had from the office of the 
Principal, Medical College during the working hours. 


fficejosplccefflos naruilcesioS CcSjOcigsIsiei s)i2iru)l(Tu1a5 
afleo(X)fl5TS)1(seic6S)0(Uc®ifflocQ) n^oS. s)ci^. (111. sxua^loejgca 
oilctnosmo sinjc^ijcrixmlcBeiceffl cnl^mocmotSfflgloScnlcBnnDO ratacuojns 
(3iaoc/)1cft)(!S) ajD°lei(3ao(a1o3crilcBcrDO mjcGoi^anjo fflcjirufflouilngdolcjs) 
mocsDcrojaocn) g^'^octujc 03C/8 cftiiisrr)l.^j6)cft>oggjnDj. 

(arasffijCJsS — 1 , 50 , 000 . 

cblocrntGcuio—6)S6rB^ (mjt&asjsis ejoj crosnaocno. 

g(3'^0(tu OtiDooraraileici^ oilej: 
raraoruoS— 416 . 

CT\) 

- 208. 

OlnJOraSclUPl- 456. 

G(3<^ocru (Sa£ioo63i3a3 (S(Dffl1§ eielcOffljonD carscucruocr) 
(miofflcmicmjo cruaojxujo—14-9-2011, 3.30 msmi. 

a(3(iejo(Tu (Sa£ioo6gt3c/8 (mnJOtisSciupl {u1ra3(jj(T) (rnlojcm 
(cr)1(i»(!S)1—3-9-2011. 

G^'^ocrujcSjC/S cn}j1cft)ffl1c06)jcm rataciKTuoor) cmlcsDctnlaDjo 

(Tufflcfflojjo—15-9-2011, 11 msrril. 

G^'^o(rujcft>(;3 (mjOcOffljcm (mlcojcrolcsDjo crumascnjo— 
15-9-2011, 11.30 msmi. 

(lilej cnlsfflooffilffllcesijcrD (m1cQ)(ro1—31-3-2012. 

G^'^O cruj cft)(/3 r4)CrU 4/8143/201l/ti^o.(TUl.Cn}1. ti^OT) 
emnejs>jcc!5t!r)0sjc932s1 (.nJlci3(Tu1(jjoc(8, siacrDltesiraS OcSjOcsgK, 
(Scft)0(Pl(Sc9ffl0S-673 008 a^CIT) (lileiOCrU(!5Ti5)lo8 C3Ta(!fflcm(Sc86)6ne(m06rn. 
a6i(Ucft)1 eje1<fl6)jaT) g^'^o crujcft)C/8 (Tuj1cft>o1 ceoj od on ei. 
G^aejocTujcft)C/8 mj'^’glcjsS CTUjuJlcjjl^lffllcOffljanD gIoktuo 11.30-00 
G(5'^ooru2ca>o0 6ici^{SQC»o (3rao(X)1<fl3^(m LnJcroloolcDlasjsiscsaDO 
oruomol r3u_!j (3i!5i1(i53 (mjOcoafflirjsjo. cmoJoeiloS mel ciceaerB 
G{3'^ocru (ga£iooc!5tm1ari^ (lileurDOO!)! asml 630{3(u)^ ffisHacft) 
mfflooonoio crujIcOjalcesiianDsnei. 

00 o 6\> 

100 (iileioffljgg (Bcfljfflg ffljLO® k5i1o 3 cnlcMilcm 
mocro^c&cmleijgg om2i2(mnj(.®io cuoaiGcistm (mjcOjcrsjsis 1% 
cr)1ffl(mt.G(U_^CBC!5tmosjca>2Sl G(3<^o(n)l6)cig tSijffls cn)m(3(jj1(Sc36)sns(roo6rn. 

tSijsjcisicaS (ijl(iifflS3i3(;3 (ScOiOipIcBcflaos aacuilcMcjsS cstOiOCBgK 
t.rJla3arul(jjogl6)ci^ aonnlcruloS cnloDjo L'T-ifUiratml GlcucrueaGglcnS 
ejelcOffljcmcmosm. 

Specification 

Should have latest art of technology to provide Non 
Inversive Ventilator. 

1. Ventilator should have the following performance 

date: 

(a) Mode of Ventilator-CPAP bilevel PCV 

(b) PEEP-3.20 mbar. 

(c) Preequency-8.50 bpm. 

(d) Ratio-1:3 to 2:1. 

(e) PinSp/pbl-level-5.50 number 

(f) Tigger-sensitive, Normal 

(g) Ti Apnoe-5.6=0sc. 


2. Ventilator should have rescue mode Ventilation in 
case of pressure sensor failor. 

3. Ventilator should have volume guarantee 
Ventilation. 

4. Ventilator should have built in LCD graphically 
display for the monitoring of following parameter. 

(a) Real time wave form display of PrVst and Flow 
VsL 

(b) Volume frequency & PIR 

5. Ventilator should have built in alarm system for the 
Mowing parameters. 

(a) Supply pressure low. 

(b) Airway pressure low/high. 

(c) Leakage, apnoea & Frequency. 

(d) Low battery. 

6 . Ventilator should be operatable on mains and 
battery with backup of 2 hrs. 

7. Ventilator should have facility for oxygen 
enrichment. 

8 . Ventilator should be light weight. 

9. Ventilator should have low noice level. 

10. Ventilator should supply with following 
accessories; 

(a) Breathing Hose. 

(b) Nasal mask-Adult & Child. 

Special Conditions 

1. Brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. The tenders not satisfying all the conditions are 
liable to be rejected without further notice. 

Medical College, (Sd.) 

Kozhikode. Principal. 

TENDER NOTICES 

( 1 ) 

No. S2-10025/2011/MCC. 26th July 2011. 

Sealed competitive tenders in the prescribed form are 
invited from the manufacturers or authorized distributors 
for the supply of Multipara Monitors (10 Nos.) for the 
Department of Paediatrics, Medical College, Kozhikode. 

The envelop containing the tenders should be 
superscribed as Tender No. S2/10025/2011/MCC for the 
supply of Multipara Monitors due on 2-9-2011 and should be 
addressed to the Principal, Medical College, Calicut-673 008. 
Belated tenders will not be accepted. 


Cost of tender forms : 

Original— 2,392. 

Duplicate— 1,196. 

By post— 2,430. 

Last date and time of sale of tender form— 

14- 9-2011, 3 p. m. 

By post—5-9-2011, 3.30 p. m. 

Last date and time of receipt of tender form— 

15- 9-2011, 11 a. m. 

The tenders will be opened at 11.30 a. m. on 15-9-2011 
in the presence of such tenderers or their authorized 
representatives who may be present at the time. 

Intending tenderers can obtain tender forms directly 
or by Registered post on payment by Money Order from 
the Principal, Medical College, Calicut. Tender forms are 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 

Each tenderers should send along with an agreement 
signed and executed in Kerala Govt. Stamp Paper worth 
100 and EMD @ 1% of the total cost of the item 
tendered for. Rate should be quoted against payment in 
Indian Rupees only. The tenders without required Earnest 
Money Deposit and agreement and not satisfying the 
other tender conditions are liable to be reject without any 
notice. Duplicate copy of the tender forms can be 
obtained on payment. Demonstration if required should be 
provided by the firm at their own expense. 

Further details can be had from the office of the 
Principal, Medical College, Calicut during working hours. 

CBcft)Osn(Sc9S)os S)fflaju1ce«)«33 CcSjOcsgKleiei aDlc/sjcfflocn 
(lileocnraimleeicsffli masglnjooo (iao6nDlgojcft>a8 oilsnosmo 
aiij(^jcm«r)1eeiceffl ODl^motmotesiglraS odIodjo ratdocnlcfc^tm 
(iilcs)ffl6TiDc8S)OffllR53 mlmDjo mjtrasioi^ fflssrrifflosliTuriocnasTtnleijgg 
3(3<^0(Tujca)a8 cftiiiSTDl^jsicajOggjcmj. 

D^i^oorujcejC/S n^aru, 2 /i 0025 / 20 ii/a®o.aru 1 .am 1 . o^ctd 
(iffl6)eupjec5Ti5)osjcft>js1 (.MoScrulijjooS, 6)fflajo1c8S)«53 ec&oegra, 
(Scft) 0 (p 1 (s< 96 )os -673 008 a®(TD aileioaTuratmlraS raiacacmcBtOfflsnesnoern. 

15-9-2011-00 fflodilsiei ii msmlceajcBaaniio eielteeijoD 

arui1tft)ra1c06)jaDOT)a. 3 ^<^oarujtft )(;3 15-9-2011 ooruleiei 11.30-ao 
3(3(ieio cTuj cft )0 a sio^cdDO raiaocnl < 93 ^®) n^so^l fflci^tsooio 
aT)oaTnao_!|®Tm 1 ra 3 (iS)jOc 06 ) 6 )(jjsjo. 

3(3aejOOOJ (SnDOOS3I3a8 (BcOjOlPlcltefflOS fflmOJDlcOSiraS CBtfeOCgS 

(.rJIaaoDlijjoglsiog BOnDlarulraS nolcmjo 4-9-2011 sifflOJcSjjGaDao 
3 asml (usia eaoalgjo 5-9-2011 -on ajaru asml 630 ^ojd (3 

(3racQ)(s»c06)jaD njcftfldo a OTuG o(3ou rairuoraS ajesuoDcffijo 

eje_!iaosrD. 3 ^'^oaru GoDooesragjns asml ao^ojuxS 

aiPlfflcOj 0iiJc9S), (.CLUOaDO, CciJCKTgraS (TgOOlI ffl JOT) £10 (32) (II 
arui1<e3a1ces)jaD((5)£j. CtiD0063i3c/3 afflcSjfflooo 6 )iiJ(2>oo3 

ojosjggsna. 


3(3<^ocru eoDOORStmlaci^ culej: 

ratdoruraS— 2 , 392 , 

nJcSiC^riJ- 1,196. 

cTOnJoraS ffljeeucn— 2 , 430 . 

100 - 6 ) 0 ^ CBAag ffljLflnJLCTOfflTinlraa cnl(mfl(w aogn.VifegQilaiss 
CTUi2i2ra)oJL(roo 1% ODlfflanLraaJiCBasTinosjcOjjsl 3^<^0(Tul6)ci^ c&jffis 
omffl(3(jjle<9S)sn§(5)06rn. rulejcSjaS ^oro^ijaS ffljnjoxlras csaeuacjjsj 
CBraimenesnosrn. fl(3<^oonj cbciDooo oosimooo anjcgooB ruosjgg 
cs)a. (3re)(ucra^6)^sjcrDciJc0iiio (.oJcu^tarmcD cOiadacs) nJolcoaocDl 
c9S) 2 rm85)1 cn 000)1 grUcftaemo aDOSffloe<es)6ne85)osrn. rusmo 
rarasoffi csajciD nJcOiDo oju^ijjc^lecofflg f3(3<^ocn) (ia£ioo63t3c/3 
ejelcOffljnnD85)0611). 

(Dl6nj(TU5a)ca>a3 nJoej1<e6)G)(jjsoa5Ti5) atS'^ocruj.SjaS wosxmoai 
ajcmoldslijjjo c&jsoe)®) a)1fflcn)1c96)jcma5)OSTT). c&jsj 85)853 
aj1(U063T3a3 Ln-I(TW 85)J85) 630oD 1 01)18530)1 ODJo (.nJfU^«5T!5)1 
(3l(ucn)63T3gl853 eje1ce6)jaT)a5)Osn). 


Protection : Withstand 5000 VAC/50 Hz 

Voltage in isolation against 
Defibrillation and Electro 
Surgical interference 
ST Segment Detection: Measurement range : 

2.0 to 2.0 mV 
ST Alarm range : -2.0 to 2.0 mV 

Alarm events recallable. Pacemaker detection and 5 
types abnormal status detectable. 

Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. Warranty minimun 2 years and AMC/CAMC minimum 
5 years after the warranty. 


Schedule of Materials The tenders are not satisfying all the conditions are 

liable to be rejected without further notice. 

Multipara Monitor—10 Nos. 

Specifications: 


Safety 

(Meet the requirements of lEC 60601-1 h-A1h-A 2; 
lEC C60601-1-2H-A1 Standards) 


Display 
Resolution 
Trace Displayed 
Waveforms Displayed 
Sweep speed 
Battery Type 

Battery Back up 


8.4” Colour, TFT 
800 X 600 dpi 
up to 8 
up to 11 

6.25, 12.5, 25, 50mm/s 
Rechargeable Li-ion 14.8V, 
2100m Ah 

up to 3 hours (2100 m Ah) 
up to 6 hours (4200 m Ah) 
(Optional) 

AC Mains 100-240V, 50/60 Hz. 

Data Output Ports 

2-USB Ports: SD Card Socket, RJ-45 Ethernet (LAN) 
Port - lEE 802.3, VGA Output for Siave Monitor, Analog & 
Nurse Call Output, Defibrillation Synchronization Output, 
WLAN Access Point 802.11 g. 

Ecg: 


Lead Type 
Gain Selection 
ECG HR Range 

Accuracy & Resolution 
Filter 


3-leads or 5- leads selectable 
xO,125x0.25x0.5x1x2x4, auto 
Adult/Paed, 15-300 bpm 
Neonate : 15-350 bpm 
# Ibpm or 1% 

Diagnostic mode-0.05 to 150Hz 
Monitor Mode-0.5 to 40 Hz 
Surgery Mode-1 to 20Hz 


No. S3-1(X)26/2011/MCC. 26th July 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the Manufacturers or authorized 
Suppliers for the supply of Trolley with radiant warmer to 
Department of Paediatrics of Medical College, Kozhikode. 
Demonstration of the item is to be done if necessary. 

Earnest Money Deposit—1%. 

Cost of tender form : 

Original— 1,040. 

Duplicate— 520. 

By post— 1,090. 

Last date and time of sale of tender form by post— 
24-8-2011,3.30 p. m. 

Last date and time of sale of tender form— 

14- 9-2011, 3.30 p.m. 

Last date and time of receipt of tender form— 

15- 9-2011, 11 a.m. 

Date and time of opening of tender form—15-9-2011, 
11.30 a.m. 

Date upto which the rates are to be firm—31-3-2012. 

Tenders should be superscribed with Tender No. and 
Addressed to the Principal, Medical College, Kozhikode. 
Each tender should be submitted along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. The tenders will be opened on the above 
date in the presence of the tenderers or their authorized 
representatives. 




Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamps etc. will not be 
accepted towards the cost of tender forms. Stamp Paper 
will be supplied to the firms outside Kerala, on request, 
along with the remittance of 140 by Money Order taken 
in favour of Principal, Medical College, Kozhikode. 

Further details can be had from the office of the 
Principal, Medical College during the working hours. 
(0495-2350212) 

(icft>o(p1ec9S)os 6 )i2icu)1c9S)ks 8 e<930(igKl6)ej cralaajefflocn 
oileocnastmleejcM CLSOgl (ulcntm csoojuldsn^'' ajlsnoemo 

SiijigjcrDsnleejcSS) cn1(3ffl2i0OT)0c9S)g1ro3 cnlecmo ratacuajffls 
raraocnl 103^ 85) cul as)a sm<es )0 al853 cniccmo ajtra6)(U^a5)jo 

ffl85n)aocjDln3dol85)(ujfflO(i» 3^<^ocn)jce3a3 cftfldsml^jfflcfcoggjcmj. 
(3td)ajcai6)majl853 cruocjucn/cruofflLcblcSjgjas 6)cu)Cffl06rt3cn)(Bt.Sniia3 
aDS(B85K5)finS85)Jffl06rn. 

aDla85)LB(U_!)0-1 %. 

racS'^ocru (Sa£ioo85tml6)a^ oilej: 

6301k1(D853- 1,040. 

- 520. 

85)nJoa53 ajcseucn— i,090. 

CBa£ioo63Ba3 a5)nJ0853(U>p1 (ulaStsajcm caidfucruocn 

85)100)85)1(2)^0 cn)ffl(2)(ujo—24-8-2011 aaojt&jcscmao 3.30 asmi. 

a(3<^ocT\) (Sod0063130^ (i(T)a1§ (Ul853<s6)jcm rataojcruocn 
85)1(2)85)1(2)20 (Tuaocsojjo— 14-9-2011 nfflcucajecmao 3.30 asml 

3^(iejocn)j<ft>c/3 crujItSialcOffljcm (araojcruoaD anloojanlocsjo 
(Tuaoaojjo—15-9-2011, 11 asml. 

a^'^ocrujc&c/S aDjOcOffljcm 85)1(2)85)1(2)2o cruaocsojjo— 
15-9-2011, 11.30 asml. 

o^r^ocrujcOjCiS s^'^ocru cncru^ csaffl&upjcsaiTOiosjcOjjsl 
(S(Da1§ (T)853c932tft)CB(2)0 (.oJlciScTuI(jjoc(3, aacu)1c0S)853 etft) 0 (sgs, 

(Stft)0tf>l CBc8S)0S - 8 ti^cm (Uleiocn) 8585)1853 (3td(2) (2 Ic8S)2c 93(B(2)0 
0iijcB(gsns85)osnD. aaojcftTI eje1c8S)jcm B(3<^ocn)jca>c/3 amJIcejalcflS)^ 
cm85)a. 3^<^0(n)2<fl3a3 a2cft)gl853 (Tr) 2 iijl<jj 1 ^ 1 a 1 ces) 2 cm dlojcruo 
aoculaej 11.30 asmlcoa 3^<^ocn)2cft)Oafflci^{S(2)o (3t3oc/)1<ft>i,a5) 
t.nja5)l(T)1cjDl(2)2S)SCB<I»0 arU0Cm1f5D2j85t!5)1o3 cmjOcOafflcjjSJo. 85)nJOejl853 

&je 1 {Sc 0 S)sne (3(3'^0 (tu csodoocsroilaci^ oileiooioasl asml sbo^ojocS 
aiplacOj mffloocmio (rujItSialcOsiicmaDej. 

00 6 6V) 

100 -aci^ (ulejocDjgg (icaag aj(.3 ojl 85)8585)1858 m1(mfl85) 
ao85)2,cS3(2)1ej2gg (Tuaaa5)oj(.85)o {Uoc;)38585) a5)2cft)OQ)20s 1 % cniaas) 
(3(U2|(sa585)OS2cft>2Sl 3^'^0(n)1s)(T)0(jjo (Tua^iTjkic0S)snea5)osnD. ce32S285)a53 
(u1(ua6gt3c/3 LoJon)85)2a5) SBOodIcrulasS cnlcmjo &je1c0S)2(m85)osm. 
(0495-2350212) 

Schedule of Items 

Trolley with radiant warmer—10 Nos. 

Specification 

Trolley with radiant warmer 

Should be simple and easy to use. 

Should have Micro Computer Temperature Controller. 
Should provide thermal regulation with highest 
degree of accuracy. 


Should have user friendly feather touch control 
system and safety alarm with high temperature 
cutoff. 

Should have two modes; skin mode and manual 
mode. 

Should have skin probe which can be used as air 
probe at the time of emergency. 

Should have seperate display for skin temperature, 
set temperature, percentage of heater output. 
Should have I” skin temperature display. 

Should have set temperature display. 

Should have percentage of heater output display 
which should be displayed in the form of bar 
graph for easy assessment of baby condition. 

Should be manual mode time programmable and heat 
output settable. 

Should have over temperature cutoff. 

Should have APGAR timer which shows time in 
seconds and minutes with audio alarm. 

Should have alarm mute time programmable. 

Should have audio and visual alarm for 
0 Probe failure. 

0>0.5 C of set temperature. 

0<0.5 C of set temperature. 

0>38 C of Skin temperature (Actual temperature 
status blinking) 

0<34 C of Skin temperature (Actual temperature 
status blinking) 

0 Power failure. 

Should have Ceramic Infra Red Heater with 650 Watts 

Baby temperature should be maintained + /-5 degree 
range. 

The construction of stainless steel reflector and 
guardd rail is such that the complete cleaning of 
hearer & reflector is possible without any 
electrical shock hazards. 

Infant Care Trolley 

Should be mounted on good quality castors 

Should have stainless steel Baby Tray with transparent 
slot to incorporate facility of Under Surface 
Phototherapy. 

Should have thick clear acrylic collapsible side 
panels to asses. 

Infant from all the sides 

Should have separate acrylic X-ray tray with X-ray 
guide for positioning the cassette. 

Should have Two lower shelves provided for 

Monitors/equipment below cot. 

Should be in mild steel fabrication. 

Warranty for 2 years. 

AMC/CAMC for 5 years after warranty. 


Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demo at his own 
cost if requested. 

3. The tenders are not satisfying all the conditions 
are liable to be rejected without further notice. 

( 3 ) 

No. S3-10027/2011/MCC. 26th July 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the Manufacturers or authorized 
Suppliers for the supply of Double surface Phototherapy 
to Department of Paediatrics of Medical College, 
Kozhikode. Demonstration of the item is to be done if 
necessary. 

Eastimate Cost— 3,00,000. 

Earnest Money Deposit—1%. 

Cost of tender form; 

Original— 612. 

Duplicate— 306. 

By post— 652. 

Last date and time of sale of tender form by post— 
24-8-2011, 3.30 p. m. 

Last date and time of sale of tender form—14-9-2011, 

3.30 p.m. 

Last date and time of receipt of tender— 
15-9-2011, 11 a.m. 

Date and time of opening of tender—15-9-2011, 

11.30 a.m. 

Date upto which the rates are to be firm—31-3-2012. 

Tenders should be superscribed with Tender No. and 
Addressed to the Principal, Medical College, Kozhikode. 
Each tender should be submitted along with an agreement 
signed and executed in Kerala Stamp Paper worth 100 
and EMD @ 1% of the total cost of the items tendered 
for. The tenders will be opened on the above date in 
the presence of the tenderers or their authorized 
representatives. 

Rate should be quoted in Indian rupees only against 
payment. The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamps etc. will not be 
accepted towards the cost of tender forms. Stamp Paper 
will be supplied to the firms outside Kerala on request 
along with the remittance of 140 by Money Order taken 
in favour of Principal, Medical College, Kozhikode. 

Eurther details can be had from the office of the 
Principal, Medical College during working hours. 
(0495 2350212) 
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Schedule of Item 

Double Surface Phototherapy with trolley—10 Nos. 
Specification 

The complete unit should have following detachable items. 

(a) Phototherapy Stand 

(b) Under Surface Phototherapy 

(c) Infant Care Trolley 

Phototherapy Stand 

Heavy duty Mobile stand with height adjustment 
facility and easy swiveling of source box. 

Pour, 2 Peet imported tubular low pressure mercury 
vapor Pluroscent lamps emitting blue radiation with a 


peak at 450nm specially used for hyperbilirubinaemia 

treatment (T1 18W/52). 

Two day-light tubes for observation. 

Source cooling fan. 

Special mirror coated reflector and clear filter. 

Irradiance approx 20-30 microwatts/cm2/nm. 

Undersurface Phototherapy 

Four 2 Feet imported tubular low pressure mercury 
vapor fluorescent lamps emitting blue radiation 
with a peak at 450nm specially used for 
hyperbillirubinaemia treatment (TL 20W/52). 

Two day-light tubes for observation. 

Source cooling fan. 

Special mirror coated reflector and clear filter. 

Irradiance approx 25-30 p watts/cm2/nm. 

Halogen Examination Lamp should be adjustable and 
provides accurate assessment of infant colour and 
sufficient illumination during procedure. 

Should have Side Mounted Monitor tray, Pole for 
Syringe Pump/Infusion Pump & Stainless Steel 
IV Stand. 

Should have baby cradle with a facility to put X-ray 
cassette. 

The baby cradle should have a clear acrylic with 
collapsible side panels to assess and infant from 
all sides. 

Should have stainless steel baby tray with 
transparent slot to incorporate the facility of 
under surface phototherapy. 

Should have acrylic tray and cushion mattress with 
head and foot up and down facility. 

Should have acrylic X-ray tray with X-ray guide for 
positioning the cassette. 

Should have one lower shelf to keep under surface 
phototherapy. 

Side hinches should be molded with high quality of 
poly carbonate for easy opening and closing of 
side supports. 

Acrylic baby tray should be easily detachable for 
easy cleaning. 

Should have programmable settings for 

Alarm mute time should be programmable from 
0 to 60 minutes. 

Manual mode time should be programmable from 
0 to 60 minutes. 

Baby temperature maintenance should be 
programmable from 0.1° C to 3° C 
Over temperature cutoff should be programmable. 
Lower temperature limit setting should be 
programmable. 

Same skin probe can be used as air probe for 
using air mode in case of emergency. 


Warranty—2 years 

AMC/CAMC for 5 years after warranty 
Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demo at his own 
cost if requested. 

3. The tenders are not satisfying all the conditions 
are liable to be rejected without further notice. 

(4) 

No. S2/11560/2011/MCC. 29th July 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
distributors for the supply of Reagent Kits for Lipid 
Profile for the Department of Biochemistry of Medical 
College, Kozhikode. 

The envelope containing the tenders should 
superscribed as Tender No. S2/11560/2011/MCC for the 
Supply of Reagent Kits for Lipid Profile due on 28-9-2011 
and should be addressed to Principal, Medical College, 
Calicut-673 008. Belated tenders will not be accepted 

Cost of tender form : 

Original— 1,040. 

Duplicate— 520. 

By Post— 1,080. 

Last date and time of sale of tender forms— 

27- 9-2011, 3 p. m. 

Sale of tender form by post will be closed— 
20-9-2011, 3 p. m. 

Last date and time of receipt of tender form— 

28- 9-2011, 11 a. m. 

The tenders will be opened at 11.30 a. m. on 
28-9-2011 in the presence of such tenderers or their 
authorized representatives who may be present at the time. 

Intending tenderers can obtain tender forms directly 
or by registerted post on payment by. Money Order from 
the Principal, Medical College, Calicut. Tender forms are 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 

Each tenders should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. Rate should be quoted against payment in 
Indian Rupees only. The tenders without the required 
Earnest Money Deposit and agreement and not satisfying 
the other tender conditions are liable to reject without 
any notice. Duplicate copy of the tender forms 


can be obtained on payment. Samples for the 
quoted items should be provied on demand. Cost per ml, 
per pack, tax and rate including tax should be indicated 
separately. 

Further details can be had from the office of the 
Principal, Medical College, Calicut during working hours. 
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Schedule 


4. HDL Cholesterol Precipitation method, 

Phosphotungstate magnesium 
acetate reagent— 50 ml —18000 
ml (360 Nos.) 

5. CK-MB Immunoinhibition method—2 ml 

—500 ml (250 Nos.) 

Should be of long expiry (at least One year). 

Special Condition 

Authorization letter from the Manufacturer for the 
Supply of the the items should be submitted along 
with the tender. 

Medical College, (Sd.) 

Kozhikode. Principal. 


1. Cholesterol* CHOD PAP Method (End 

Point)— 50 ml 30000 ml 
(600 Nos.) 

2. Triglycerides* GPO-POD (Enzymatic)— 20 ml 

18000 ml (900 Nos.) 

3. CPK N-Acetyl Cysteine (NAC) 

ACTIVATED Bis-Tris buffer. 
Kinetic UV (340 nm)—2 ml 
500 ml (250 Nos.) 


